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MEMORANDUM FOR (See Distribution) 


SUBJECT: M-28 Replacement Team Meeting (U) 


ery 


25X1 1, On July 24, 1981 the M-28 Replacement Team held its 
first meeting. In attendance were the following: 


OC /DND 
OC/FND 


25X1 


25X14 2 eee ea ee an overview of the project 
and the members were presented with a list of proposed func- 


tional specifications. The members were asked to review the 


specifications prepared to discuss these at the next 
25X1 meeting. * 


3. The next team meeting will be held Tuesday, 
September 11, 1981 at 0900 in the Engineering Conference 
Room 3D41. 

The agenda will be as follows: 


1. Functional specifications (Team discussions). 

2. Operational test plan (Presentation and discussion). 

3. Project Plan (Presentation and team discussion). 

4, Action Items. 

5. Schedule next meeting. . 25X11 
25X1 
25X1 
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